COLONEL J.   W.   PARKER,
MEMBER OF  GENERAL  HANCOCK'S  WAR STAFF.was purely military and official, and such personal interference as it was proper for him to undertake was all in the direction of a reprieve. To the Court that tried Mrs. Surratt belongs the odium, and the President, Secretary of War and Judge - Advocate- General may all be criticized for the part they took in carrying" out the decree of the commission.
